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Message Text 


UNCLASSIFIED 
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43 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 RSC-01 /019W 

066874 

R 170905Z JAN 75 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1856 
AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 0251 

E.O. 11652: N/A 
TAGS: BTIO, SN 

SUB J : FOREIGN GOVERNMENT PRE-QUALIFICATION REGISTRATION 
FOR TENDERS 

1. 559/0 l/T-0013 

2.011775 

3. CHARLES S. AHLGREN 

4. 559 SINGAPORE 

5. N 

6A. WRITE TO - 

6B. SENIOR EXECUTIVE ENGINEER 

6C. SEWERAGE DEPARTMENT 

MINISTRY OF THE ENVIRONMENT 

9TH FLOOR, NATIONAL DEVELOPMENT BUILDING 

MAXWELL ROAD 

SINGAPORE 2, REPUBLIC OF SINGAPORE. 

7. TEN(ENV)07/WB/G1 
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9. 204. 9A. PRE-QUALIFICATION REGISTRATION TO TENDER. 

10. A) SUPPLY AND INSTALLATION OF MECHANICAL EQUIPMENT: 

I) FLOTATION THICKENING EQUIPMENT (CANNOT LOCATE SIC), 

H) GRAVITY THICKENING EQUIPMENT (CANNOT LOCATE SIC), 

IE) PRIMARY SLUDGE, GRIT AND SKIMMINGS COLLECTION EQUIPMENT - 
35616, 

IV) COMMINUTOR - 35414, 

V) FLOCCULATOR - CLARIFIER - 35321-50, 

VI) MECHANICAL SURFACE AERATOR - 35692-00, 

VII) VACUUM FILTER - 35692, 

VIII) RAW WASTE WATER PUMPS - 35892-81. 

IX) RETURN ACTIVATED SLUDGE SCREW PUMPS - 35611. 

X) DUAL FUEL ENGINE GENERATOR SETS - 36214-51. 

B) CONSTRUCTION OF A WASTE WATER TREATMENT PLANT. 

1 1 . INTERESTED PARTIES FOR THE PRE-QUALIFICATION REGISTRATION 

AS "SPECIALLY REGISTERED CONTRACTORS" FOR ANY ONE OR MORE OF THE 
ABOVE WORKS ARE REQUIRED TO SUBMIT DETAILED INFORMATION ON THE 
FOLLOWING: 

A) COMPANY'S PARTICULARS: 

I) NAME AND ADDRESS, 

H) COUNTRY OF ORIGIN, 

IE) LOCAL ADDRESS AND TELEPHONE NUMBER, 

IV) AUTHORIZED AND PAID-UP CAPITAL (IF APPLICABLE). 

B) BANKER'S PARTICULARS: 

I) NAME OF BANKS, 

H) ADDRESS. 

C) EXPERIENCE IN SIMILAR TYPE OF WORK: 

I) DESCRIPTION OF WORKS COMPLETED, 

H) VALUES OF WORKS COMPLETED, 

IH) LOCALITIES OF WORKS COMPLETED, 

IV) NAME OF CLIENTS, 

V) NAME OF PROFESSIONAL ENGINEERS IN-CHARGE OF THE WORKS. 

D) ASSETS OF ENGINEERING EQUIPMENT (IF APPLICABLE). 

THE DECISION ON THE PRE-QUALIFICATION REGARDING SELECTION OR 
REJECTION OF ANY PROSPECTIVE TENDERER WILL BE MADE TO THE APPLICANTS 
AS SOON AS POSSIBLE AND THE DECISION WILL BE FINAL. A COPY OF 
THE "REGISTRATION AND TENDERING PROCEDURES FOR SPECIALLY REGIS- 
UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SINGAP00251 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750018-1005 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750141/aaaabkli.tel 

Line Count: 108 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 MAY 2003 by SilvaL0>; APPROVED <25 Nov 2003 by MorefiRH> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT PRE-QUALIFICATION REGISTRATION FOR TENDERS 
TAGS: BTIO, SN 
To: COM 
Type: TE 
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